THe SHapow AND CERTAIN CONDITIONS OF 
Accuracy In Sxiascory. By Edward 
son, A. M., M. D., of Philadelphia... 


Acquirep Amsiyopia. By Matthias | 
Foster, M. D., of New York 


Prastic Cycuitis, witrH LocaiizEp ExuDaTION, 
OccurrinG IN SECONDARY SyPHILIS, 
AND RESEMBLING GUMMA OF THE CILIARY 
Bopy. Edward C. Ellett, M. of 
Memphis ...; 


FUNCTIONAL NERVOUS 
OprticaL Derects. By Dr. A. W. 
Elmer, of Davenport, Iowa 


A Case Exuipitinc PALsy OF THE 
Surerior Recrus Muscie, THE IRIs AND 
Ciniary Muscie Loss or Power Con- 
VERGENCE. By Frank H. Edsall, M. D., 
and Theodore Diller, M. D., of Pittsburg 


A New MeEtruop or TREATING PTERYGIUM. 
By Axton Coe, M. D., of Washington, D. C.. 


EspEcIALLY ADAPTED TO THE SHADOW TEST. 
By Afason W. M. of Phila- 
delphia.... 


A CASE OF OF THE 
By Casey A. Wood, M. D., of Chicago 

Direct MASSAGE As AN AID IN THE TREAT- 
MENT OF CERTAIN HyYPERPLAS2 OF THE 
Anterior Ocutar Secment. By 
Morton, M. S., M. D., of Minneapolis, Minn. 

EXPERIMENTS WITH THE ROENTGEN Rays ON 
THE EYE. By De. F.C. of Chi- 


A Few FRoM My Recorps. H. 
Mel. M. S., M. D., of 
Minn... 


Pseudo- Ery ‘After Installation “a 1- 120 gr. pe 
Atropin. Syphilitic Ulcer of the Conjunctiva. A 
Severe Case of Blepharospasm, Improved by Stretch- 
ing the Orbicularis. A Case Illustrating the Fact 
that Atropin Will Occasionally Disclose Latent Trouble 
in the Refraction of the Eye, that an Homatropin 
Solution has Failed to Reveal. Peculiar Attachments 
of a Shred of Persistent Pupillary Membrane. 


A New Eve Moper ror Use In OpHTHALMO- 
scopy AND Skriascopy. By Clarence A. 
Veasey, M. D., of Philadelphia . ” 

ABSTRACTS FROM RECENT GERMAN Cuermnaie 
mic Lirerature. By H/. V. Wirdemann, M. 
D., of Milwaukee, Wis.......... ................ 


1. 
219 

Il. 
226 

Ill. 
232 

IV. 
235 

243 

vl. 

250 

VIL. 
252 

255 

Ix. 
263 

267 

x1. 
277 

XI. 
280 

XIII. 
284 

1 


Episcleritis Periodica Fugax. Contributions to the 
Pathological Anatomy and Bacteriology of Suppura- 
tive Keratitis in Human Beings. Keratomycosis. 
The Relation of Tuberculosis of the Eye to Tuber- 
cular Disease of Other Organs, with Remarks Upon 
Diagnosis and Prognosis. Subjective Visual Percep- 
tions. Subconjunctival Sublimat Injections. Treat- 
ment of Lachrymal Disease. Strumous Ophthalmia 
and Pediculosis. Post-Diphtheritic Paralysis of the 
Accommodation. Prognostic Value of Aibuminuric 
Retinitis. Hyaline Bodies in the Optic Nerve. 
Amblyopia Occurring During Lactation. Sphinc- 
terotomia Pupillaris—Sphincterolysis Anterior Apo- 
tamia. Iridis. Resection of Superior Division of 
Trigeminus for Blepharospasm. Treatment of Chronic 
Dacryocystitis—New Sounds. Etiology of Pterig- 
ium—Operation for Pterigium. Indications for 
Eneucleation. Erythropsia. A New Cataract Opera- 
tion—Instruments for Cataract Extraction—Experi- 
ments Upon Corneal Incisions—Cataract Extraction 
With Concave Incision and Retention of Round 
Pupil. Hemianopsia Due to a Lesion in the Occipital 
Lobe. Melano-Sarcoma of the Orbit. Experimental 
Study Upon Sympathetic Ophthalmia. Acromegaly 
With Ocular Symptoms. Nuclear Ophthalmoplegia 
Complicated With Spinal Disease. Treatment of 
Strictures of the Lachrymal Duct. Experiments on 
the Ciliary Ganglion. The Beginning of the Sense 
of Sight in the New-born. Exopthalmic Goiter 
Treated by Thyroid Extract. Cyclops. Pathogno- 
monic Symptoms of Congenital Syphilis. Historical 
Account of the Geographical Origin of Trachoma. 
Inflammation of Tenon’s Capsule (Tenonitis) and 
Its Relations to the Distemper of Dogs. Reflex 
Effects of Ear Disease Upon the Ocular Motor 
Apparatus. Basedow’s Disease and Tetany. Exper- 
imental Parenchymatous Keratitis. Blepharochalasis 
(Relaxation of the Tarsal Skin.) Hydrophthalmos 
Congenitus Cured by Iridectomy. 


xiv. ABSTRACTS FROM CURRENT AMERICAN AND 
ENGLISH OPHTHALMOLOGICAL LITERATURE. 
By Charles H. May, M. D., of New York |... 305 


The Accidents of Lens Extraction. A Third Table of 
Ten Thousand Cataract Extractions. Observations 
on Cocain Anesthesia. The Bacteriology of the 
Different Varieties of Acute Conjunctivitis in Gen- 
eral, and of Acute Contagious Conjunctivitis in Par- 
ticular. A Clinical and Experimental Study of the So- 
Called Oyster-Shuckers’ Kerititis. The Excretory 
Origin of Certain Forms of Iritis and Cyclitis. Sali- 
cylate of Sodain Glaucoma. Dacryocystitis. Formic 
Aldehyde in Ophthalmic Practice. Hysteric Blind- 
ness and Pseudo-Meningitis, with Report of a case 
Treated by Hypnotism. 


xv. ABSTRACTS FROM RECENT FRENCH AND ITAL- 
IAN OputTHAcmic Lirerature. By Casey A. 
Wood, M. D., of Chicago 


A Critical Study of Reid’s Portable Cuttin. 
Notes on Reid’s Ophthalmometer. Clinical Contri- 
butions to the treatment of Glaucoma by Incision of 
the Parts at the Iridic Angle. Clinical Observations 
on the Surgical Treatment of Strabismus. Tetanus 
Following Enucleation of the Eye. Dislocation of 
the Lens Into the Anterior Chamber and Its Reduc- 
tion by Massage. 


tw 


= 
= 


XVI. 


XVII. 


XVIII. 


XIX. 


XXI. 


XXII. 


ABSTRACTS FROM RECENT SPANISH OPHTHAL- 
mic Lireratrure. By Albert B. Hale, M.D., 


Trachoma in Mexico. Corneal Disease Peculiar to 
Mexico. Iridectomy in Glaucoma. Meeting of the 
First Spanish Congress of Otology, Rhinology and 
Laryngology. 

REMARKABLE IMPROVEMENT OF THE HEARING 
FoLtLtowinG Ossicu.ecromMy IN A CASE OF 
Oritis MepiA Ev IntTERNA. By //, A. Alder- 


ABSTRACTS FROM CURRENT AMERICAN AND 
ENGLISH OroLocicaL JourNALS. By 7. A/el- 
ville Hardie, M.D., of 344 


Tuberculous Disease of the Middle Ear. Necrosis of 
the Labyrinth. Defects of Hearing and Mental De- 
ficiency in Children. 

Nores FROM FRENCH OToLoGiIcaL LITERATURE. 
By George Morgenthau, M.D., of Chicago... 348 


Etiology of the Localization of Inflammatory Processes 
in the Temporal Bone in Their Relation to the Ana- 
tomical Development of the Bone. Auscultation of 
the Mastoid Process with Regard to Sclerosis. Cav- 
ernous Angioma of the Ear. The Sensitiveness of 
Deaf Mutes and Their Legal Status. The Equilib- 
rium Function of the Ear. Anesthesia by Guiacol in 
Diseases of the Ear, Nose and Throat. Sero-Mucous 
Effusion Into the Mastoid Process—Evacuation by 
the Air in the External Canal. 


TRANSLATIONS FROM CURRENT ForeEIGN Oro- 
LoGIcAL Lirerarure. (Abridged.) By //. 
A. Alderton, M. D., of Brooklyn... 355 


Vertigo. Meniere’s Symptom Complex. Experiences 
with Sinus Thrombosis Due to Middle Ear Suppura- 
tion. Foreign Bodies in the Ear and the Conse- 
quences of Attempts at Extraction. Optic Aphasia 
in Otic Purulent Meningitis of the Left Temporo- 
sphenoidal Lobe—Recovery. A Neurosis of the 
Inferior Maxillary Articulation Simulating Far Dis- 
ease. A New Instrument to Draw Out the Manu- 
brium in Marked Retraction of the M. T. Hearing 
Exercises for Deaf Mutes and for Progressive Hard- 
ness of Hearing in Old Age. Foreign Body in the 
Eustachian Tube. Report of the Proceedings of the 
Hungarian Otological and Laryngological Society. 

DIsEASES OF THE ACCESSORY SINUSES OF THE 
with DEMONSTRATION OF SPECIMENS, 
Drawincs AND Instruments. By /. W. 
Gleittsmann, M.D., of New York 364 

ABSTRACTS FROM CURRENT RHINOLOGIC AND 
LaryncoLocic Lireraturre. By William 
Scheppegrell, A. M., M. D., of New Orleans . 375 

Roentgen’s Discovery as Applied to Medicine. A Case 
of Salivary Calculus. The Cure of Coryza by the 
Inhalation of Menthol and Chloroform. The Con- 
trol of Hemorrhage in ‘‘Bleeders.’’ A Case of 
Cocain Poisoning. Congenital Double Fistula of the 
Lower Lip Simulating a Supernumary Nose. An 
Adjustable Self-Retaining Nasal Speculum. In 
What Manner Can Ulcerations of the Nasal Septum 


Following Operations and in Atrophic Rhinitis be 
Healed to Secure an Even and Moist Surface? A 
Case of Epitholial Cancer of the Nose of Three 
Years’ Standing—Its Treatment and Cure. The 
Treatment of Sinucitis. Orbital Cellulitis Produced 
by a Gunshot Wound of the Frontal Sinus. A Safe 
and Sure Method of Reducing Enlarged Tonsils. A 
Case of Fatal Pharyngeal Hemorrhage. Sudden 
Death on Opening a Retro-pharyngeal Abscess. A 
Case of Hystero-Traumatic Aphonia. Congenital 
Deformity of the Epiglottis. Intubation in Paralytic 
Laryngeal Stenosis. Some Avoidable Accidents of 
Intubation. The Etiology of Ulcers of the Larynx 
in Typhoid Fever. Bilateral Abductor Paralysis of 
the Vocal Bands. A Case of Papillomata of the 
Larynx Cured by Application of Absolute Alcohol. 
Diffuse Papillomatus Hypertrophy of the Laryngeal 
Mucosa. The Occurrence of Goiter Among the 
Indians of the United States. A Chemical and Ex- 
perimental Research in ‘‘Antiphthisin’’ (Kleb’s). A 
Case of Malignant Interbronchial Growth. 

xxii. THe TREATMENT oF Hypertropuic RHINITIS BY 
THE Meruop or ELectrorysis. By 
William Scheppegrell, A.M., M.D., of New 
Orleans 

Tue Faps AND FAsHions OF SURGERY. 
O. Richey, M.D., of Washington, D. C 

Tue ReLationsHie BETWEEN EyE-STRAIN AND 
Epicepsy. By*Amérose L. Ranney, A. M., 
M. D., of New York 

ABSTRACTS FROM CURRENT NEUROLOGIC Liver- 
ATURE. By Wendell Reber, M. D., of Potts- 

Mental Changes Associated With Exophthalmic Goiter. 
Researches on the Connections Existing Between the 
Neuclei of the Motor Nerves of the Eye on One Side 
and the Posterior Longitudinal Fascicle and Reti- 
cular Formation on the Other Side. Injury to the 
Skull in the Occipital Regions With Left Lateral 
Hemianopsia and Marked Contraction of Both Visual 
Fields. Cerebral Tumor Diagnosed by an Opportune 
Ophthalmoscopic Examination. A Case of Sudden 
Blindness With Equally Sudden Restoration of Sight, 
and Subsequent Blindness of One Eye. The Forma- 
tion of New Nerve Cells in the Occipital Cortex of a 
Monkey Whose Occipital Lobes Had Been Com- 
pletely Removed. 

xxv. ProGRAM FOR THE ATLANTA MEETING OF THE 


OPHTHALMOLOGICAL SECTION OF THE AMER- 
ICAN MeEpIcAL ASSOCIATION ..............- . 431 
XXVIII. PROGRAM FOR THE SECTION ON ; LARYN NGOLOGY 
AND OroLoGy oF THE AMERICAN MEDICAL 
ASSOCIATION .. 
THe WeEstTERN OPHTHALMOLOGICAL, LARYNGo- 
LOGICAL AND OTOLOGICAL SOCIETY 
PROGRAM OF THE SECOND ANNUAL MEETING 
OF THE AMERICAN LARYNGOLOGICAL, RuI- 
NOLOGICAL AND OTOLOGICAL SOCIETY .......... £29 
xxx1. INTERNATIONAL CONGRESS OF OTOLOGY 


390 
396 
425 


APPENDIX. 


ANNALS OF OPHTHALMOLOGY AND OTOLOGY. 


TO OUR READERS. 


The ANNALS is divided into the following special depart- 
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Successfully Removed from the Vitreous Chamber by Means of an 
Electro Magnet. By Dr. Charles A. Oliver, A. M., M. D. 


Marcn, 1896. 


Ophthalmoplegia Externa. (Complete, with preservation of accommoda- 
tion and activity of the pupils.) By Dr. S. C. Ayres. 

A Case of Retinitis Pigmentasa Associated with Congenital Deaf Mutism. 
By Howard F. Hansell, A. M., M. D. 

Report of a Case of Mind Blindness Due to Cerebral Compression. By 
L. R. Culbertson, M. D. 


THE OPHTHALMIC RECORD. 
January, 1896. 


The Radical Cure of Strictures of the Lachrymal Duct. By Dr. Samuel 
Theobald. 
Stheniec and Asthenic Orthophoria and Sthenie and Asthenie Hetero- 
phoria. By G. C. Savage, M. D. 
The ae Condition of 190 Trocomatous Eyes. By E. E. Hamilton, 
D. 


sellimenions Anesthesia in Ophthalmic Practice. By H. V. Wiirdemann, 


Fesrvuary, 1896. 


Sarcoma of the Choroid, Glioma of the Retina ~~ New-Formed Blood 
Vessels in the Vitreous. By L. Webster Fox, M 

The Association of Hyperopie Refraction and High Near Exophoria, 
Woo aD Other Evidence of the Weakness of the Internal. By Hiram 

Insufficiency of the Oblique Muscles. (A new method of testing.) By 
G. C. Savage, M. D. 


— 


APPENDIX. 


ANNALS OF OPHTHALMOLOGY AND OTOLoOGY. 


A New Method of Exanining the Cornea. By James W. Dunn, M. D. 
Detached Choroid, Epithlioma of the Lids and an Interesting Case of 
Squint. By Geo. H. Price, M. D. 


Marcu, 1896. 


Albuminurie Retinitis in Pregnancy. By H. V. Wiirdemann, M. D. 
The gg Formaline in Ophthalmic Practice. By Swan. M. Burnett, 


An Ocular Test Tube. By B. M. Hanna, M. D. 

A Case of Irregular Spasmodie Strabismus, Accompanied by Temporary 

Spasm of A dation, Dependent Upon Esophoria. By Charles 
Hermon Thomas, M. D. 

Metamorphopsia. (a) The Effect of a Cylindrical Lens, with Vertical 
Axis, placed before one eye. By UO. F. Wadsworth, M. D. (b) 
The Ocular Perceptions as Influenced by Spherical Lenses. By R. 
J. Phillips, M. D. 

Was it Cocain Poisoning? By A. G. Blineoe, M. D. 


UNGARISCHE BEITRAGE FUR AUGENHEILKUNDE. 


Sphincterotomia pupillaris von Prof. Wilhelm Schulek. 

Sphincterolytis Anterior von Prof. Wilhelm Sehulek. 

Apotomia iridis von Prof. Wilhelm Schulek. 

Die Resection der obern Facialisiiste bei Blepharospasmus idiopathicus 
von Dr. Ignaz Ottava. 

Der Pacquelin’sche Thermocauter in der Augenheilkunde von Dr. Stephen 


sapodi. 

Hermetischer Schutz gesunder Augen von Dr. Ladislaus Issekutz. 

Zur Behandlung der Dacryocystitis Chronica. Neue Sonden von Dr. 
Gustav Neupauer. 

Ueber den Werth dreier antiseptischer Mittel in der .$1” ~heilkunde, 
von Dr. Gustav Neupauer. 

Zur Aetiologie des Pterygiums von Prof. Wilhelm Schulek. 

Zur Uperstion des Pterygiums von Prof. Wilhelm Schulek. 

Eine neue Methode zum Firben der Hornhautnarben von Dr. Alexander 
Lippay. 

Tumor cavernosus orbitae von Dr. Nathan Feuer. ° 

Distichiasis-Operationen von Dr. Nathan Feuer. 

Die Indicationen der Enucleation des Augapfels von Dr. Emil Grosz. 

Die Erythropsie von Prof. Wilhelm Schulek. 

Die Staroperationen der Klinik des Professor’s Schulek im Schuljahre 
1876-77 vou Dr. Ludwig Juhasz. 

Starextractionen der Budapester Augenklink in den Schuljahren 1877-78 
und 1878-79 von Dr. Ludwig Juhasz. 

Die in den Jahren 1880-90 bei den Katarakt-Operationen gesammelten 
Erfahrungen von Dr. Ladizglaus Issekutz. 

Ueber eine neue Methode der Entfernung des grauen Stares von Prof. 
Wilh. Schulek. 

Instrumente zur Staraustreibung von Prof. Wilhelm Schulek. 

Versuche iiber den Hornhautsehnitt von Prof. Wilhelm Schulek. 

Staraustreibung mittelst concav gestutztem Lappenschnitt und rund 
erhaltener Pupille von Prof. Wilhelm Schulek. 

Eine neue Pincette zur Entfernung der Cataracta secundaria membrana- 
cea von Dr. Alexander Kovacs. 


THE CLINIC. 
JANUARY, 1896. 


Keratitis Dentritica. By Dr. J. H. Thompson. 
Glioma of the Retina. By Dr. Flavel B. Tiffany. 
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